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MADOFF, BERNARD L.
Varsity Swimming Team, Locker
Guard, 80% and 90% Cert.
After: Alobama U.
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Too Good to Be True

The Rise and Fall of Bernie Madoff

Frin Arvedlund

PORTFOLIO
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